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INFO OCT-01 NEA-11 ISO-OO EB-08 /020W 

064885 281240Z/46 

P 280816Z JUN 78 

FM AMEMBASSY COLOMBO 

TO SECSTATE WASHDC PRIORITY 698 

UNCLAS COLOMBO 2949 


Message Text 


E.O. 11652: N/A 
TAGS: ETRD,CE 

SUB J : TRADE OPPORTUNITIES PROGRAM - TENDER FOR SUPPLY OF LIQUID 
OXYGEN/NITROGEN, DISSOLVED ACETYLENE AND NITROUS OXIDE PLANTS 

REF: COLOMBO 1112, STATE 162333 

1. 542/01/T-00094 

2. 062878 

3. J. DYELS, JR. 

4. 542 SRI LANKA 

5. N 

6A. WRITE TO - 

6B. COMPETENT AUTHORITY 

6C. REPUBLIC OF SRI LANKA SUCCESSOR TO THE BUSINESS UNDERTAKING 
OF CEYLON OXYGEN LIMITED, 50 SRI PANNANANDA MAWATHA, P.O.BOX 322, 
COLOMBO 15 

7. - 

8. 073178 

9. 201 

10. QUOTATIONS ARE INVITED FOR THE SUPPLY OF - (1) COMPLETE LIQUID 
OXYGEN/NITROGEN PRODUCING PLANT, CAPACITY 150M3/HR. OR SLIGHTLY 
HIGHER CAPACITY. ADDITIONAL COST FOR INCLUSION OF AN ARGON COLUMN 
SHOULD BE INDICATED SEPARATELY (2) LIQUID OXYGEN STORAGE TANK TO 
MATCH PLANT, COMPLETE WITH LIQUID WITHDRAWING FACILITIES. INSUL- 
ATION SHOULD SUIT TROPICAL CONDITIONS, (3) LIQUID OXYGEN STAND 
TANKS VERTICAL TYPE, 50,000 CU.FT. OR CAPACITY TO SUIT PLANT 
UNCLASSIFIED 
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KXPACITY COMPLETE WITH FILLING AND GAS EVAPORATING DEVICES. OUTLET 
PRESSURE VARIABLE BETWEEN 10 TO 50 P.S.I., (4) LIQUID OXYGEN 
CONTAINERS, HORIZONTAL TYPE, SUITABLE FOR TRAILER MOUNTING, CAPACITY 
100,000 CU.FT. OR CAPACITY TO SUIT PLANT CAPACITY, COMPLETE WITH 
LIQUID TRANSFER HOSES, (5) LIQUID NITROGEN CONTAINER STAND TANKS, 
CAPACITY 50,000 CU.FT. OR CAPACITY TO SUIT PLANT CAPACITY, SUITABLE 
FOR DIRECT TRANSFER OF LIQUID NITROGEN FROM PLANT AND WITHDRAWAL 
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FACILITIES, COMPLETE WITH LEVEL INDICATOR, (6) CENTRIFUGAL LIQUID 
OXYGEN AND LIQUID NITROGEN PUMPS COMPLETE WITH EVAPORATION DEVICES, 
TERMINAL PRESSURE 2,500 P.S.I., (7) NITROUS OXIDE PRODUCING PLANT 
COMPLETE WITH CYLINDER FILLING EQUIPMENT, ACCESSORIES AND ANALY- 
TICAL APPARATUS. CAPACITY 2500 GALS/HR. OR EQUIVALENT IN LITRES/HR. 
PRODUCT GAS SHOULD COMPLY TO BP OR USP. INDICATE FLOOR AREA 
REQUIRED FOR THE COMPLETE PLANT AND (8) DISSOLVED ACETYLENE PLANT 
COMPLETE WITH ACETYLENE GENERATOR, COMPRESSOR, DRIERS, PURIFIERS, 
AFTER COOLERS AND OTHER RELEVANT ACCESSORIES. ACETYLENE COMPRESSOR 
SHOULD HAVE A CAPACITY OF 1500 CFT/HR. AT A TERMINAL PRESSURE OF 
300/350 P.S.I.G. 

1 1 . THREE COPIES OF PRESS NOTICE BEING AIR POUCHED. QUOTATIONS 
WITH COMPLETE TECHNICAL DETAILS SHOULD BE FORWARDED TO THE 
COMPETENT AUTHORITY AT ADDRESS GIVEN IN 6C. 
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